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Message Text 

CONFIDENTIAL 

PAGE 01 CANBER 04367 210702Z 
ACTION PM-04 

INFO OCT-01 EA-07 ISO-OO NSC-05 SP-02 SS-15 L-03 

CIAE-00 INR-07 NSAE-00 EB-07 OMB-01 TRSE-00 OES-07 
1059 W 

022676 210705Z/23 

R 21061 1ZJUN 77 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 694 
INFO SECDEF/ISA 
CINCPAC HONOLULU HI/XP 
SEC AF/IA 
CSA/XOXXI/PRW 
MAC SCOTT IK/XP 
AFSC ANDREWS MD/SDE/FA 
AWS SCOTT ILL/CS 
ESD HANSCOM AFB MA/OCT 
DEPT OF COMMERCE 

CONFIDENTIAL CANBERRA 4367 

E.O. 11652: GDS 
TAGS: MARR, AS 

SUBJECT: SOLAR ELECTRO-OPTICAL NETWORK STATION, AUSTRALIA 

REF: (A) CANBERRA 4095 (DTG 080625Z JUN 77) 

(B) ESD HANSCOM AFB MA/OCT DTG 162050Z JUN 77)(NOTAL) 

REF (B) CALLED ATTENTION TO THE FACT THAT THE 
INDIVIDUAL FIGURES IN REF (A) DID NOT ADD UP TO THE 
TOTAL GIVEN. AN ESTIMATE OF $45,000 FOR "SITE WORKS" 

(DISTINCT FROM THE $93,000 SPECIFIED FOR ROAD ACCESS, 

WATER SUPPLY, POWER, AND TELEPHONE CABLE) WAS INAD- 
VERTENTLY OMITTED. EMBASSY REGRETS. PERCIVAL 


CONFIDENTIAL 
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Channel Indicators: n/a 
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Control Number: n/a 
Copy: SINGLE 
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Disposition Approved on Date: 
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Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CANBER04367 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 
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Executive Order: GS 

Errors: N/A 

Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770637/aaaabfvp.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION PM 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
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Reference: 77 CANBERRA 4095 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Release Date: n/a 
Review Release Event: n/a 
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Subject: SOLAR ELECTRO-OPTICAL NETWORK STATION. AUSTRALIA 
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